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SUBJECT: GERMAN VACUUM EQUIPMENT TO THE USSR-IL 1204 
REF: (A) COCOM DOC (75) 1871, (B) STATE 231639 

1 . IN RESPONSE TO COMMENT TRANSMITTED REFTEL B, GERMAN 
DEL HAS WRITTEN AS FOLLOWS: 

"THE US EXPORT LICENSE FOR THE GLOW DISCHARGE EQUIPMENT 
HAS BEEN ISSUED ON 9 APRIL 1975 UNDER NUMBER B 50 327 

- 302- 1. THE US EXPORT LICENSE FOR THE ELECTRON 
BEAM EVAPORATOR HAS BEEN ISSUED ON 12 MAY 1975 UNDER 
NUMBER B 50425 - 260 - 1. THE OSCILLATING QUARTZ 
CRYSTAL MEASURING EQUIPMENT WAS EXPORTED WITH UNITED 
STATES GENERAL LICENSE, SINCE ITS VALUE WAS BELOW 500. 

- US DOLLARS" 

2. GERMAN DEL HAS INDICATED HIS AUTHORITIES NOW VIEW 
THIS CASE AS URGENT, AND REQUESTS US VIEWS AS SOON AS 
POSSIBLE. 

TURNER 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: POLICIES, EXPORT LICENSES, TRANSACTION CHECKS, SCIENTIFIC EQUIPMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 FEB 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19760ECDP03107 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D760038-0679 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760291 /aaaadckf. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 231639 
Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 APR 2004 by greeneet>; APPROVED <1 1 AUG 2004 by coburnhl> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GERMAN VACUUM EQUIPMENT TO THE USSR-IL 1204 
TAGS: ESTC, GE, UR, US, COCOM 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



